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I, MEDICAL SUPPLY CATALOG. 1. The Adjutant General Devart~ent 
is responsible for storage and issue of Army Service Forces Catalog MED, 


2. Army Service Forces Catalog MED 3 and changes 1 to 4 should be 
available in all hosviteals and sucply installations. 


3. Requirements for Army Service Forces Catalog ‘ED 3 and changes 
1° to 4 should be submitted to the nearest Adjutant General Devartrent 
supply installation, 


II. CYLINDER CAPS POR GAS CYLINDERS. 1. All gos cylinders should 
be provided vith vrotective stesl cans during hancling and shipning for 
vrotection of the valve. This vill insure that no gas is lost and thet 
meximum use is made of the cylinders. . 


2, All hospitals having extra steel ccaes should turn them in to 
the nearest Medicsl Depot. ‘edical Denots should provide cylinders in 
stock vith cans prior to issue. 


3. Gas cylinders of $0 gallons ccnacity, or less, and all gas 
eylinders vithout protective caos, should be crated prior to rail or 
water shiprent, 


IZI. NOM-STAMDAFD IMS. 1, Co sidershle quantities of drugs, 
chemicals and other exze dale medical sunmlies are being carried non- 
standard in stocks of "edical Denots because the size or unit varics 
from that contained in the Army Service Forces Catalog MED 3, These 
non-standard sunvlies should be issued before standard items are issued, 
The basis for issue is the necrest equivalent unit for whicr the re- 
quirement exists. For examole, a requirement of 1 1b. of Boric cid 
should be filled by the issue of four + 1b. or to 7 1b, non-standard 
Boric Acid. 


2, Some instrurents and other non-oxvends”*le items are carted 
as non-standerd because of minor variations in length or other civcisions, 
For example, 5-inch forces, soring, are non-stcndard because Arvy Service 
Ferces Catalog MED 3 lists only. item 3269500 Forceps, string, > ~inch, Ret 


Oo oRRMY) ON 

MEDICAL \ 
f°" ppr2o is | 
N  Cj tARARY Y/Y. 


-~l- 


at 7 Nia ae 


ae 


CIRCULAR LETTER 10, 28 


“CIRCULAR LETTER FO. 2¢ 


“DISTRIBUTION: A(TDD- 


units. 


allude oc ali amen Rea GBR Ua 
Pee ie havea ner Y alae] 


Four (4) quart mete] vitchers cre considered non-standard because the > 
catalog lists only three (3) quart metal pitchers. These non-standard 


iters should be issued to using orgsnizations ee mcd will serve ae 
purpose of standard eo 


Ms Medical Denots shisha set up ai eeener ton as will fecilitate 


_ the issue of non-standard ites, including the following: 


‘ao. Flag standard items at issue point upon ee stocks of 
non-stondard itens are available. 


oe ‘Hovey neeteieeath non-standard Listings for issue 
possibilities, 


¢. Examine non-standard items’ carefully to insure. that they 
have not been misclassified as non-standard when actually 
they are standard items. 
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Erigadicr General, U.c.Army 
Chief Surgeon 


By War Department Essential | 
Air Mail to major ccom.and, 


_gsection and base surgeons. 


By mail to all other surgeons. eae te mae 
and commanders of medical 
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